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still with him, even if they were not there in
the flesh,, as the gun-carriage upon which he
lay was drawn up the steep hill of Windsor
by the bluejackets. They had been hastily
put to the same task at Queen Victoria's
obsequies, when the horses had failed to
mount the slippery slope leading to the
castle, and now the honour was accorded to
them as their due. It seemed so appropriate
that the monarch who held the supremacy
of the seas should have this last service
rendered to him by his faithful sailors.
At the close of the ceremony in St. George's
Chapel the regalia were removed from the
coffin, and the new King advanced and
stood by as it was slowly lowered into the
vault whilst the last words of the Burial
Service were read. Then the Garter King
at Arms, according to usage, proclaimed
the titles of King Edward VII., followed by
those of King George, pronouncing him
"The most high, most mighty, and most
excellent Monarch, our Sovereign Lord
George, now, by the Grace of God, of the
United Kingdom of Great Britain and Ireland,
and of the British Dominions beyond the seas,
King, Defender of the Faith, and Emperor
of India.
" GOD SAVE THE KING."